Pace No. i 
05/07/88 

PHILIP MORRIS USA 
MARLBORO STANDARDIZATION 
RUN NUMBER 6 DATA RcGUIREMeNTS 
CF DRYINS THRU PACK (MSACODES. FSil) 


FIELD 

NO 

FIELD NAME 

VfiRIB 

UNITS 

DATA 

DESCRIPTION 

i 

FACRUNCIGX 

NONE 


STANDS FDR FACTORY, RUN, CIGARETTE, EXP TQB. EXsffl6KSWC,HJN b.KINS SIZE, DE7. 

£ 

SCORE 

NONE 


LIKING SCALE SCORE, TO BE SUPPLIED BY PANEL LATER. 

3 

OVENDRY 

i OV 


OV OF CUT FILLER ENTERING ADT OR LEGS DRYER. 

4 

OVEXDRY 

7. OV 


OV CF CUT FILLER EXIT ADI DR LEGS DRYER 

C 

■J 

7PEXDRY 

DEG F 


TEMPERATURE Or CUT FILLER EXIT ADI OR LEGS DRYER 

5 

TPENACF 

DEG F 


TEMPERATURE OF CUT FILLER ENTERING AFTER CUT FLAVOR CYLINDER. 

7 

OVENACF 

i OV 


OV OF CUT FILLER ENTERING AFTER CUT FLAVOR CYLINDER. 

a 

OVEXACF 

% OV 


OV OF CUT FILLER EXIT AFTER CUT FLAVOR CYLINDER. 

5 

BCVSXFW8 

CC/GM 


CORRECTED BORSWALDT CYLINDER VOLUME OF CUT FILLER EXIT FINAL WEIGH BELT 

10 

BVEXFWB 

CC/fiM 


BORS CYLINDER VOLUME QF CUT FILLER EXIT FINAL WEIGH BELT 

. , 

GNOGtXFWB 

■4 


SIEVE FRACTION ON 06 OF CUT FILLER EXIT FINAL WEIGH BELT 

a 

ON32EXFWB 

% 


SAME AS ABOVE EXCEPT ON 12 

t 7 

QN20EXFW8 

% 


SAME AS ABOVE EXCEPT ON £0 

14 

GN35EXFWB 

% 


SAME AS ABOVE EXCEPT ON 35 

‘ C 

onpanexfwb 

% 


SAME AS ABOVE EXCEPT ON PAN 

16 

BVOVEXFWB 

% DV 


OV OF SAMPLE USED FOR BORS CYL V01 OF CUT FILLER EXIT FINAL WEIGH BELT 

.7 

0VEXPW8 

% OV 


OV OF CUT FILLER EXIT FINAL WEIGH BELT 

ia 

SIVQVEXFWB 

% QV 


OV OF SIEVE SAMPLE OF CUT FILLER EXIT FINAL WEIGH BELT 

:3 

SCVOSIL 

CC/8M 


CORRECTED SORB CV OF CUT FILLER EXIT CUT FILLER STORAGE SILO 

■ED 

BVEXSiL 

CC/GM 


BORG CV OF CUT FILLER EXIT CUT FILLER SILO 

a 

0NO6EXSIL 

i 


SIEVE FRACTION DN 06 QF CUT FILLER EXIT CUT FILLER STORAGE SILO 

22 

ONISEXSIL 

% 


SAME PS ABOVE EXCEPT ON 12 

33 

0N20EXSIL 

•r 

f* 


SAME AS ABOVE EXCEPT ON 20 


PM3000396675 


Source: https://www.industrydocuments.ucsf.edu/docs/prdl0001 















P&^e So* £ 

09/07/88 

PHILIP MORRIS USA 
MARLBORO STANDARDIZATION 
FUN NUMBER 6 DATA REQUIREMENTS 
CF DRYING THRU PACK (KS4CQDE2. FR«> 


: IELD 

m 

FIELD NAME 

VfiSIfi 

UNITS 

DATS 

DESCRIPTION 

£4 

DN35EXSIL 

i 


SAME AS ABOVE EXCEPT ON 35 

£5 

QMPflNEXSIL 

•A 


SAKE AS ABOVE EXCEPT ON PAN 


BVDVEXSIL 

4 01/ 


OV OF SAMPLE OF CUT FILLER USED TO DETERMINE BOSS CYLINDER VOLUME 

£7 

DVEXSILO 

% W 


OV OF CUT FILLER EXIT CUT FILLER ST0RA6E SILO 

SB 

sivqvexsii 

A 3V 


PV OF SAMPLE USED TO DETERMINE SIEVE SHE OF CUT FILtER EXIT CUT FILLER STORAGE SILO 

29 

BCVEXPAK 

CC/SN 


CORRECTED CYLINDER VOLUME OF FILLER FROM CIGARETTES FROM PACK 

30 

80 3831 DP AK 

NUM 


BORG LOOSE ENDS FOR CIGARETTES FROM PACK 

31 

BVEXPAK 

CC/GH 


BDRS VOLUME OF FILLER FROM CIGARETTES FROM PACK 

32 

FIRMSXPAK 

m x 10 


FIRMNESS OF CIGARETTES FROM PACK 


CF'RKEXPAK 

m x 10 


SAKE AS ABOVE EXCEPT CORRECTED 

•34 

DV34EXPAK 

4 TV 


24 PACK OV 

3s 

CKOBEXPhK 

4 


SIEVE FRACTION ON 06 FOR FILLER FROM CIGARETTES FROM PACK 

36 

ONiSEXPAK 

4 


SAME AS ABOVE EXCEPT ON 12 

37 

QN20EXP5K 

■a 


SAME AS ABOVE EXCEPT DM 20 

38 

0N35EX=AK 

4 


SAME AS ABOVE EXCEPT ON 35 

-rj 

ONPfiNEXPfiH 

% 


SAME AS ABOVE EXCEPT ON PAN 

4'f 

BVGVEXPflK 

i ov 


OV OF SAMPLE USED TO DETERMINE BGRS VOL OF FILLER FROM CIGARETTES FROM PACK 

41 

nWffl/EXPAK 

4 DV 


OV OF SAMPLE USED TO DETERMINE FISHNESS OF CIGARETTES FROM PACK 

42 

SIVDVEXPAK 

4 OV 


OV OF SAMPLE USED TO DETERMINE SIEVE SIZE OF FILLER FROM CI6ARETTES FROM PACK 

43 

TOSWTcXPAK 

MILLGM 


WEIGHT OF FILLER PER CIGARETTE FROM PACK 


PM3000396676 


Source: https://www.industrydocuments.ucsf.edu/docs/prdl0001 








